19 Uovenber 1953 


MEMORANDUM FOR 
SUBJECT 

- 


Director of Security 
Project 

Draft l^aorsxdua to Project Representatives froa 
Director of Security, subject: Project: ’ Restatement 
of Prcgraa. 


1« Reference is cade in subject ramrazdua to the stateaent o‘ f> 
functions, "The Chief, Medical Staff, -rill provide radical suocort ?or 
Project ?lell tears”. 

2. The 2-Jsdicsl Office continues to agree in nrinci^le to the 
providing of such support. It is the intent of the Z-isdifcal Offics to 
use the radium cf overseas psychiatric teens to satisfy this recuire- 
rant. The Project Committee should be avara, hcvever, that th~ 
establishment of the psychiatric teens is not an accomplished fact 
due to Table of Organization difficulties. 

3* Until the establishment of psychiatric teams is an 
accomplished fact, the I-Je&icsl Office, vhile agreeing to sucroort 
the responsibility and principle, indicates reservations in regard 
its ability of accomplishment. 
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